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Type: ROUTINE INSPECTION 
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3.125 ( a ) 

FACILITIES, GENERAL. 

(a) Structural strength. The facility must be constructed of such material and of such strength as appropriate for the animals 
involved. The indoor and outdoor housing facilities shall be structurally sound and shall be maintained in good repair to 
protect the animals from injury and to contain the animals. 

The wooden shelf in the rear left side of the bobcat enclosure is rotted and in disrepair. This needs to be repaired or 
replaced to make it structurally sound. 

Correct by: 03-31-04. 

Inventory; Fox-5 (3 plus 2 fennec.) Kinkajou-2 Porcupine-1 Wailaroo-2 (1 on breeding loan.) Skunks-3 Raccoons-2 
Squirrels-2 Coatimundi-2 Opossum-1 Deer-1 Cougars-5 Bobcats-7 Servals-17 Caracals-4 Junglecats-3 plus 2 
hybrids (1 boarded.) Brown lemurs-3. 

End of report. 
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